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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 198964 
ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /021 R 

DRAFTED BY COM/OED/MEPD/JPHILBRICK/MM 
APPROVED BY EB/OCA/CM/JJREILLY 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/JHEAGEN.ACT.DIR. 

STATE/EUR/SE/JRATTIGAN 
COM/OIM/JPRIAMOU (INFO) 

115918 201916Z/41 

R 200406Z AUG 77 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 

UNCLAS STATE 198964 

E.O. 11652: N/A 

TAGS: BENC, GR 

SUBJECT:MAJOR PROJECT: PUBLIC HOSPITAL PROJECTS 

REF: ATHENS A-78 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC TALKED WITH TURNER 
CONSTRUCTION OF NEW YORK REGARDING ITS INTEREST IN 
CONSTRUCTING THESE HOSPITALS. TURNER WOULD LIKE TO KNOW 
HOW THE HOSPITALS ARE TO BE FINANCED. MEPD IS NOT 
SURE WHETHER THE EMBASSY'S COMMENT THAT EACH HOSPITAL IS 
TO BE INDIVIDUALLY AUTHORIZED UNDER THE GREEK GOVERNMENT 
PUBLIC INVESTMENT PROGRAM SHOULD BE UNDERSTOOD TO MEAN 
THAT ONLY GREEK GOVERNMENT FUNDS WILL BE USED. REQUEST 
EMBASSY CLARIFY AND, IF APPROPRIATECHECK THE MINISTRY OF 
SOCIAL SERVICE TO SEE WHAT PLANS IT HAS FOR EACH 
HOSPITAL,I.E„ HAVE FOREIGN NATIONS OFFERED TO FINANCE ALL 
OR PART OR WILL MINISTRY REQUEST HELP FROM IFIS? EMBASSY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 198964 

ASSISTANCE MUCH APPRECIATED. VANCE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 20-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 98964 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/MM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770301-1156 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770840/aaaabhnj.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b9b38457-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ATHENS A-78 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1538074 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: PUBLIC HOSPITAL PROJECTS 
TAGS: BENC, GR 
To: ATHENS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b9b38457-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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